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Message Text 



UNCLASSIFIED 

PAGE 01 ROME 04141 211613Z 

72 

ACTION AID-59 

INFO OCT-01 AF-06 EUR- 12 ISO-OO OES-05 PC-05 USIA-15 10-10 

INR-07 DODE-OO AGR-10 INT-05 COME-OO /135 W 

040814 

R 211435Z MAR 75 
FM AMEMBASSY ROME 
TO SECSTATE WASHDC 0167 
INFO AMEMBASSY NOUAKCHOTT 

UNCLAS ROME 4141 

AFDROUGHT 

SUB J : VEHICLE MAINTENANCE FACILITY 

REF: A. NOUAKCHOTT 0508 
B. STATE 062057 

1. OSRO ADVISES MAINTENANCE GARAGE AS PROPOSED WAS CONSIDERED 
LONG TERM NEED AND THEREFORE OUTSIDE OSRO TERMS REFERENCE. WE 
MEANWHILE FULLY SUPPORT URGENT INTERIM MEASURES SUCH AS MOBILE 
REPAIR UNITS AND EXPATRIATE MECHANICS ALONG EAST WEST ROUTE 
ASIX AND PREFABRICATED WORKSHOP IN NOUAKCHOTT FOR USE THIS YEAR. 

2. WE UNDERSTAND FRG PREFABRICATED WORKSHOP WILL BE SHIPPED 
THIS MONTH . THIRTY OSRO HEAVY DUTY TRUCKS AND SEVEN UK LIGHT 
TRUCKS SHOUD ARRIVE VERY SOON. TWO UK MECHANICS SHOULD ARRIVE 
EARLY APRIL FOR SHORT TERM TRAINING OF MECHANICS AN NOUAKCHOTT. 

3. WE REGRET WE CANNOT CONTRIBUTE TO PROPOSED MAINTENANCE 
GARAGE BUT WOULD STRONGLY RECOMMEND, AS DID MDM, THAT FULL 
BILATERAL DONOR SUPPORT BE GIVEN FOR SUCH A FACILITY WHICH SHOULD 
REDUCE COSTS AND HEADACHES OF FOOD DISTRIBUTION LATER. 

4. THIS MESSAGE COPIES TO UNDEVPRO NOUAKCHOTT.VOLPE 



UNCLASSIFIED 



NNN 
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